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The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


1/13/11 


Aimee Conway 

Assistant District Attorney, Essex County 


Dear Ms. Conway, 

Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #’ 


3. Analysis sheets with chemist’s hand notations and test results. 


4. 


GC/Mass Spectral analytical data for sample 



GC/MS testing was performed by Della Saunders. All other analyses were performed by 
Kate Corbett, If you have any questions about these materials, please call me at the 
number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6632 


cc: DCS, CBS 


Corbett email PRR 007282 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: bgjiT _Police Reference No.: 


Name and Rank of Submitting Officer: T)gr NJtgro A. - TAq hJCLzff, _ 

_ LVcV-A&AriO _l C5 QO (o358 

Defendant(s) Name (last, first, initial):_ 



To be completed by Submitter 

Description of Items Submitted 


PovO 'Z. p Qf 


CjQacK 2- P & 


To be completed by Lab Personnel 
Gross Weight Lab Number 




Received by: 



Date: 
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Date Analyzed: $Qy j 7 2010 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 -2 010\SYSTEM4\ll___16__10\755179 . D 
KAC 

17 Nov 2010 4:30 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 



755179.D Thu Jan 13 09:52:54 2011 Page 1 
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Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 

F:\Q4-2010\SYSTEM4\11 16 10\755180.D 

KAC 

17 Nov 2010 4:44 

COCAINE STD 

80 

DRUGS 

RTE 





Abundance 

700000 

600000 

500000 

400000 

300000 

200000 

100000 

0 

Time~> 


4 

TIC: 755T8D.D 

72 

. 

2.00 2.50 3.00 

3.50 4.00 4.50 

5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.6o 9.66 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.724 

661906 

100.00 

100.00 


755180.D 


Thu Jan 13 09:52:58 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\ll_16_10\755180.D 

Operator : KAC 

Date Acquired : 17 Nov 2010 4:44 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 80 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMWJTOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.72 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_16_10\755185.D 

KAC 

17 Nov 2010 5:52 

BLANK 
KAC 
2 

DRUGS 

RTE 


Abundance 
! 800! 


600 


400 < 

I 200: 

Oil & , . J ill, .,i. 

Time~> 2.00 2.50 3.00 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


755185.D Thu Jan 13 09:53:12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\11_16__10\755186.D 

Operator : KAC 

Date Acquired : 17 Nov 2010 6:05 

Sample Name : 

Submitted by : 

Vial Number : 86 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 
1400000i 

j 1200000| 

; 1000000 ; 
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| 400000 

200000 

| i 

Time--> 0 2.00 2.50 3.00 3.50 4.00 4.50 ' 5.00 5.50 6.00 ~6.50 7.0tT 7~50 8.00 8.50 9.50 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.727 

1425725 

100.00 

100.00 


TIC: 755186.D 

4|73 


755186.D Thu Jan 13 09:53:16 2011 


P age 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM4\11_16__10\7 55186 .D 
KAC 

17 Nov 2010 6:05 


KAC 

86 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 95 
Minimum Quality: 90 


CAS# 


Qual 


4.73 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


Average or47695To 4.80f> min.: 755fS6.D'(-) ' 
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755186.D Thu Jan 13 09:53:16 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File, 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 - 2 010\SYSTEM4\11___16_10\ 755187 . D 
KAC 

17 Nov 2010 6:19 


KAC 

87 

DRUGS 

RTE 


Abundance. TIC: 755187711 

I 4|72 
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! I 

! 6000001 ] 

I ! I 

! l I 
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200000; 


jTfme--> 2,b0 2.50 3.00 3.&0 4.00 4.50 ’ 5.00 5.50 6.00 JJ.feo 7700 7.50 ' 8.00 8.^0 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.721 

990211 

100.00 

100.00 


755187.D Thu Jan 13 09:53:23 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\11___16__10\755187 .D 
KAC 

17 Nov 2010 6: 19 

C 
87 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 95 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


4.72 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 

j ! 

82 

' i 

Average 0147695 to 4.795 min.: 755187.D (-) 
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Thu Jan 13 09:53:23 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\11_16_10\755188.D 

KAC 

17 Nov 2010 6:32 

BLANK 
KAC 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 


755188.D Thu Jan 13 09:53:28 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM4\ll 

KAC 

17 Nov 2010 6:46 


KAC 

89 

DRUGS 

RTE 


16 10\755189.D 


Abundance . . T!C: 755189.D ......... 

II 473 
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400000 

! i 1 

{ 200000 | | 

;j 

fTime r > ° 2.00 2.50 3.66 3.50 ’ ' 4.00 4.50 ! 5.00 ' 5.50 8.66 6.50 7.00 ' aSo 8.66 ‘ ‘ 8.50 ‘ ' 9.00 ' ' 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.726 

941941 

100.00 

100.00 


755189,D 


Thu Jan 13 09:53:32 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2 010\SYSTEM4\ll_16__10\75518 9.D 

Operator : KAC 

Date Acquired : 17 Nov 2010 6:46 

Sample Name : BHIMI MBB8 B M 

Submitted by : KAC 

Vial Number : 89 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Minimum 

Quality: 95 
Quality: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.73 

C:\DATABASE\SLI.L 




COCAINE 000050-36-2 99 



















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM4\11_16_10\755190 .D 
KAC 

17 Nov 2010 6:59 


KAC 

90 

DRUGS 

RTE 


Abundance 


.. TIC: 755190 D 

4i72 
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400000] 

200000 ; 
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|Time-> 2.00 2.50 

3.00 3.50 4.00 4.50 5.00 

5.50 

6.00 

6.50 7.00 _7.50 8.00 8.50 9.00 9.50 

Ret. Time 
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Area 

% 

Ratio % 

4.724 

1048138 

100. 

00 

100.00 


755190.D Thu Jan 13 09:53:36 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\11__16_10\755190 .D 
KAC 

17 Nov 2010 6:59 


KAC 

90 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 95 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.72 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80- 


8 / 


Average of 4.697 to 4.803 min.: 755190.D (-) 
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755190.D Thu Jan 13 09:53:36 2011 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\11_16_10\755100.D 
KAC 

17 Nov 2010 9:15 

BLANK 

2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755100.D Thu Jan 13 09:54:11 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\11_16_10\754889.D 

KAC 

17 Nov 2010 9:28 

COCAINE STD 

80 

DRUGS 

-pi-rvp 
XV 1 til 


Abundance 

700000: 

600000 

500000 

4000001 

| 300000' 

200000 

100000 ] 

j 

0 T-, 

[Tlme~> 2.00 


.....TIC: 754889.0 

4(72 


2.50 3.00 3.50 4.00 4.50 5.00 5,50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.724 

684833 

100.00 

100.00 


754889 .D 


Thu Jan 13 09:54:27 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\ll_16_10\754889.D 

Operator : KAC 

Date Acquired : 17 Nov 2010 9:28 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 80 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


1 4.72 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Minimum Quality: 95 
Minimum Quality: 90 


CAS# Qual 






















